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Greenwich Observations of Comet . 


lxvi. 5, 


Observations of Comet c 1903 from Photographs taken with the 
2,0-inch Reflector of the Thompson Equatorial at the Royal 
Observatory , Greenwich. 

(Communicated by the Astronomer Royal.) 

The following positions of Comet c 1903 were obtained from 
photographs taken with the 30-inch reflector. As a rule there 
were four images on each plate with exposures of two minutes 
during June, of one minute July 1 to 7, and of thirty seconds to 
the end. Four reference stars were taken in each case, situated 
as symmetrically as possible about the comet. The positions of 
these stars were derived from the catalogues of the Astro- 
nomischen Gesellschaft and from Karlsruhe Observations , 1885*0. 
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13 
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Correction for 
Log A. Parallax. 
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March 1906. Greenwich Observations of Comet. 

The value of log A, used in computing the correction for 
parallax, was taken from the ephemeris given in Ast. Nach . 3881 
to July 7, and that in Ast. Nach. 3883 from July 9. 

Further details of the observations will be given in the 
Greenwich volume. 

1906 March 7. 


Observations of Comet e 1904 from Photographs taken with the 
30-inch Reflector of the Thompson Eqimtorial at the Royal 
Observatory , Greenwich. 

(Communicated by the Astronomer Royal.) 

The following positions of Comet e 1904 were obtained from 
photographs taken with the 30-inch reflector. On January 10, 19 
and February 11 there was one exposure of twenty minutes on 
each plate. On January 25, 27 and February 2 there were two 
exposures of twenty minutes on each plate. Four reference stars 
were taken in each case situated as symmetrically as possible 
about the comet. The positions of these were derived from the 
catalogues of the Astronomischen Gesellschaft. 
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Log A. 
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I 
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s 
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I 
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I 
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+ 6 39 5-2 
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I 

57 1'So 

+ 11 6 17*1 

0*1267 

+ 0*10 

+4-29 


27 6 57 46 

2 

1 0*26 

+ 12 31 48*8 

0*0428 

+ 0*12 

+ 5'°5 

Feb, 

2 6 32 52 

2 

13 32 02 

+ 16 38 46*0 

0*0603 

+ 0*10 

+ 4 ' 4 I 


11 7 8 2 

2 

34 1072 

+ 22 22 20*6 

0*0878 
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+ 37 ° 


The value of log A used on January 10 is taken from the 
ephemeris given in Ast. Nach. 3988, on January 19 and 25 from 
that in Ast. Nach . 3989, and on January 27 and February 2 and 
11 from that in Ast. Nach. 3990-91. 

Further details of the observations will be given in the 
Greenwich volume. 

1906 March 7. 
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